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TUF2AA1 

Hard Case Flashlight 7 



Specifications 


Designation: 


Energizer Flashlight 


Power Source: 

Lamp: 
Lamp Life: 
Lamp Output: 
Typical Weight: 


Two AA Size Batteries 
(ANSI/NEDA 15 Series) 
LED 

Rated at Lifetime 
Rated at 5.6 Candela 
116 grams (4.1 oz.) 
(without batteries) 
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Physical Dimensions 

mm (inches) 


Features 

Impact Resistant 
Steel Plate Bolted Sides 

Water Resistant 
Survives a 30 Foot Drop 

50 Hour Runtime 


Typical Battery Service 

Continuous 

at 21°C (70°F) 


171.70 (6.760) 



Alkaline (AA) 
Battery Type 



1 44.50 (1.750) I 


Typical Battery Service to end of useable light at 21°C (70°F) 

Schedule Battery Type Hours (ON Time) 

Continuous E91 50 


Important Notice 

This datasheet contains information specific to flashlights manufactured at the time of its publication. 
Contents herein do not constitute a warranty. 
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